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NIAGARA FALLS, 
BY CHARLES WILLIAMS, 
(Author ef “Old World Scenes.”’) 
The Niagara River at Buffalo, where it forms 
the outlet of Lake Erie, is a calm, smooth, 


placid stream, flowing gently onward through 


LPL LOLOL — ~~ 


PHILADELPHIA, SECOND MONTH 15, 1868. 


POO eae ee ~ ~ - 


PPL LOLOL LLL LALO LOLOL Sm lm fm i st tn 


No. 25. 


LLP LOLOL OL LOLOL La - LON Ow 


Following this walk, I listened in vain for the 
cataract. In some conditions of the atmos- 
phere the sound is deadened, and is not audi- 

We are ina 
bend of the river, and it is totally hid from 
view. Nota hill of any prominence is to be 
seen; the surrounding country is a gently 
| rolling plain, with a solitary range of hills 
rising from the river bottom to a height of 
perhaps a hundred feet. Nota single feature 
of the surrounding country would attract the 
attention of the curious traveller. In vain we 
strive to catch a glimpse of those mysterious 
floods, till finally a deep chasm appears before 
us, and the footwalk ends in a green enclosure, 


| shaded by a few beautiful trees, 


Through this leafy screen a cloud of spray 


s level country. Its banks are bordered with | is seen drifting upward on the breeze, and we 
meadows that sweep outward to the higher | now catch the low, deep, eternal roar of the 
grounds, where the fruitful glebe is tilled by | mighty cataract. With hearts throbbing with 
the industrious farmer; or the deep shade of | excitement, we step through the thinly scattered 
the primeval woods throws a grateful gloom | grove, and fiod ourselves standing on the very 
over the margin of the stream. Here and there brink of the chasm at the edge of the American 
a sedgy marsh skirts the water's edge, or a! fall, which stretches away to the left, tothe high 
flower-embrvidered valley breaks down from, bank of Goat Island, beyond which the further 
the higher grounds and peeps out on the lively ; portions of the great Horseshoe-fall are seen. 
scene. Dwellings are thickly clustered along| We stand on Prospect Point. Before us lies a 
the river, cheerful villages dot its fertile banks, fearful gorge, 160 feet deep, and about 800 
and taste and elegance bespeak a people en-| wide; the walls are perpendicolar, or in many 
joying all the cowforts and luxuries of a happy | places projecting. A line of scanty shrubbery 
rural life. At intervals tributary streams pour | fringes the brink of the chasm, with here and 
in a fresh supply of water from the neighboring | there a large bush taking root in crevices and 
lands, and islands here and there lift up their} leaning over the bank. One of these is at the 
verdure-tufted heads above the liquid plain. very edge of the water, on which thousands of 
But why enumerate these common-place | feet have rested, while the adventurous tourist, 
particulars? The Niagara, as yet, is but an|cinging to the branches, has leaned over and 
ordinary river. He has not yet dressed him- gazed down into the dizzy depth. 
self in princely robes. Not yet has he as-| Turning and looking up the stream, we are 
sumed bis crown, or entered the precincts of his | startled by the wild commotion of the water, 
royal court. As we glide along the valley in| as it foams and roars, as it leaps and dashes 


the railroad train that speeds its way on, on- 
ward to its destiny with its clang and tumult, 
we seem to be spirits of confusion that have in- 


amoung the rocks that ‘checker the river bed in 
the steep descent of the rapids. The enor- 
mous floud sweeps down with impetuous fury, 


vaded the peace and quiet of this lovely vale 
with all the uproar and commotion of our bois- 
terous age. F of the precipice, where it resumes its native 

A fine plank wa'k leads down from the sta-| appearance, drapes itself in a robe of green, 
tion, a fourth of a mile to the edge of the falls. and instantly it is gone. Clinging to our little 


plungiog, tumbling, raging through its rcek- 
entangled pathway, till it approaches the edge 
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look down on the fugitive floods. They are 
whitened with foam from the instant of their 
fall, and seem shattered into detached masses, 
till it is lost in a cloud of spray, and dashes on 
a ledge of rocks that lines the base of the 
precipice, forming a bank of nearly one fourth 
the entire height of the fall. 

The water in the gorge below is of a most 
intense green, save where it is whitened with a 
film of foam. Its velocity is very great, as it 
rushes from the mighty tumult, and it rolls and 
swells in ever restless billows, that send up a 
ceaseless hissing sound as they chafe along the 
rock-lined shore, and boil and bubble on theit 
way. Down the stream, a hundred yards or 
more, a skiff is playing on the troubled waves, 
carrying its passengers from shore to shore on 
a most romantic route. Two miles below, 
where the gorge curves to the left, we see one 
end of the great suspension bridge, which 
spans the wondrous chasm like a wisp of silvery 
spray. Looking up the stream, we see the 
further edge of the Canada fall, pouring over 
the head of the chasm, glowing with intensest 
green, and radiant with enchanting beauty. 

Such are the chief features which Niagara 
first presents to the great majority of visitors who 
Jand on the American side. Such is the first 
introduction to the might and majesty of this 
King of Floods. Yet this, we will perhaps find, 


is one of the tamest, one of the least impressive 


of the many general views which the curious 
traveller will find. Our position is unfavorable 
for a full view. We are too close to the fall, 
and the high bluff of Goat Island conceals the 
greater portion of the Horseshoe. But the line 
of the precipice which forms the American fall 
is seen to great advantage, stretching away. in 
a tortuous zigzag course, and presenting a jag- 
ged profile. 

As yet the view is perhaps inferior to the 
high expectatien the traveller has formed. Ni- 
agara has opened upon his view, grand, beauti- 
ful, majestic, it is trae, but he bas not yet dis- 
closed his greatness to the mind. With all our 
almiration, we harbor an ill-concealed feeling 
of disappointment that such a scene should set 
the world abuz. When first I stood on Pros- 
pect Point, the thought flashed on my mind 
with rather painful vividness, Is this the cata- 
ract that fills the world with wonder, that 
charms the nations to his footstool ? 

(To be concluded.) 
csi nd anal 
CHURCH EXCRESCENCEs. 

The religion of the gospel is a religion with. 
out priest, altar, sacrifice or temple. 

The sacred writers did not omit the mention 
of these things, and leave it to the discretion 
of each church to introduce them or not, but 
they plainly appear to have distinctly excluded 
them.— Archbishop Whately. 
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THE PENNS AND PENINGTONS. 
(Continued from page 366.) 

But an important crisis was now at hand, 
which changed the whole current of his life. 
Another and a very different course of discipline 
was ere long assigned him by the Lord of all, 
preparing his heart and his hands to war in 
the cause of God and His righteousness—not 
with carnal weapons, but with the spiritual 
weapons of Divine truth, faith, and love. 

Penn, on arriving at Shangarry Castle, 
found abundance of occupation. A great deal 
of work had to be got through, to bring the af- 
fairs connected with the estate into due order ; 
bur, finally, all was settled with so much dis- 
patch and business like ability that his father 
was rejoiced. William Hepworth Dixon de- 
picts, with much graphic power, the events 
which succeeded :— 

“ The youth had not resided more than a few 
months at Shangarry Castle, before one of 
those incidents occurred which destroy in a 
day the most elaborate attempts to stifle the 
instincts of nature. Whilst the admiral io 
England was pluming himself on the triumphs 
of his worldly prudence, bis son, on occasion of 
one of his frequent visits to Cork, heard by acci- 
dent that Thomas Loe, bis old Oxford acquaint- 
ance, was in the city and intended to preach 
that night. He thought of his boyish enthu- 
siasm at college, and wondered how the preach- 
er's eloquence would stand the censures of 
his riper judgment. Curiosity prompted him 
to stay and listen. The fervid orator took for 
his text the passage, ‘There is a faith that 
overcomes the world, and there is a faith that 
is overcome by the world.’ Possessed by 
strong religious feeling, but at the same time 
docile and affectionate, he had hitherto oscil- 
lated between two duties—duty to God, and 
duty to his father. The case was one in which 
the strongest minds might waver for a time. 
On the one side his filial affection, the example 
of his brilliant friends, the worldly ambitian 
seldom quite a stranger to the soul of man— 
all pleaded powerfully in favor of his father’s 
views. On the other there were only the low 
whisperings in his own heart. But that still 
voice would not be silenced. Often as he had 
escaped from thought into business or gay 
society, the moment of repose again brouyht 
back the old emotions. The crisis had come at 
last. Under Thomas Loe’s influence they were 
restored toa permanent sway. From that night 
he was a Quaker in his heart.” 

Again and again he attended the meeting of 
the Friends in Cork ; and always with the deep 
conviction that in their assemblies worship, “ in 
spirit and in truth,” was acceptably offered 
up to “the Father of mercies and the God of 
all comfort.” The truthful, kind, unostenta- 
tious demeanor of these persecuted disciples of 
Christ with whom he now worshipped won his 


bush, and leaninz over the blank vacuity, we 
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confidence ; and he censlved, come chet weld, 
to cast in his lot with theirs. In their meetings 
he had experienced such heart-felt spiritual 
communion as he had never enjoyed elsewhere 
He believed his spiritual eyes were pow opened 
to see with some degree of clearness what was 
of God, and what was not. 

But it was not long ere a circumstance 
occurred which must have given him a fore- 
taste of the trials which awaited him if, in 
defiance of paternal admonitions, he should 
identify himself with the perseeuted Friends; 
for, on the 3d of Ninth month, 1667, their 
meeting in Cork, at which he was present, 
was broken up by a band of constables 
aud soldiers ; and all the men, eighteen in num 
ber, were made prisoners and taken before the 
mayor. Observing among them the young heir 
of Shangarry, the magistrate said it was not 
necessary that he should go to prison if he 


would give bail for bis good behaviour. This 


Peon declined to do, and, boldly questioning 
the legality of the whole proceeding, was im- 
prisoned with therest. From the jail he wrote 
to his friend Lord Ossory, eldest son of the 
Duke of Ormond, and then holding the presiden- 
cy of Munster. The following is an extract from 
the letter :— 


William Penn to the Earl of Ossory, Lord 
President of Munster. 


“The occasion may seem as strange as my 
cause is just, but your lordship will no less ex- 
tend your charity in the one case than your jus- 
tice in the other. Religion, which is at once 
my crime and mine innocence, makes me a 
prisoner for being in the assembly of the peo- 
ple called Quakers, when there came constables, 
backed with soldiers, rudely and arbitrarily re- 
quiring every man’s appearance before the 
mayor ; and amongst the others haled me before 
him. He charged me with being present at a 
riotous and tumultuous assembly, and unless I 
would give bound fur my good behaviour, he 
would commit me. I asked for his authority. 
His answer was a proclamation in the year 1660, 
and new instructions to revive that dead, 
antiquated order. I leave your lordship to 
judge if that proclamation relates to this con- 
cernmeot—that which was ouly designed to 
suppress Fifth Monarchy murderers. And 


since the King’s Lord Lieutenant and yourself |’ 


wre fully persuaded the intention of these called 
Quakers, by their meetings, was really the 
service of God, and that you have yirtually re- 
pealed that other law by a long continuance of 
freedom, I hope your lordship will not vow 
begin an unwonted severity by suffering any 
one to indulge so much malice with his nearest | 
neighbors ; but that there may be a speedy re- 
leasement of all, to attend their honest callings | 
and the enjoyment of their families. 

“Though to dissent from a national system 
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imposed by authority renders men heretics in 
some eyes, yet I dare believe your lordship is 
better read in reason and theology than to sub- 
scribe @ maxim so vulgar and untrue. It is 
not long since yoa were a solicitor for the 
liberty | now crave, when you concluded there 
was no way so effectual to improve this count: 
as to dispense freedom in things relating to 
conscience. My humble supp lication therefore 
to you is, that so malicious and injurious a 
practice towards innocent Englishmen may not 
receive any countenance from your lordship, 
for it would not resemble that clemency and 
English spirit that hath hitherto made you hon- 
orable.” 

Lord Ossory promptly interfered to have his 
young friend released. But the Earl was sorry 
to find him, on his liberation, in no way dis- 
posed to give up bis connection with the per- 
secuted Quakers. Ossory therefore lost no time 
in writing to inform the admiral respecting his 
son’s imprisonment, release, and continued 
association with the Friends. The whole 
family was dismayed at the intelligence, and 
the young man was forthwith recalled by the 
disappointed father. He promptly obeyed the 
summons, preventing himself as soon as possi 
ble before his parents in London. At first, 
they were a little cheered on noticing no par- 
ticular change in his manners or dress, except 
in not uncovering his head when he addressed 
them. He continued to wear the fashionable 
cavalier costume; the long curls, the plume, 
and the rapier were still in their wonted places, 
as were the rings and other gold ornaments. 
No thought had as yet been directed by him to 
these customary decorations ; but in after times 
they were all laid aside for what was more sim- 
ple, though not for any style of dress peculiarly 
distinguishing the Quakers from other strictly 
religious people of those times. 

His father, remembering how he had been 
before won over, did not at first begin with him 
harshly. The biographer who wrote the 
sketch of William Penao's life which accom- 
panied the second edition of his works, pub- 
lished after his decease, dwells as follows on 
the scenes that ensued between father and 
son :— 

“My pen is diffident of her ability to de- 
scribe that most pathetic and moving contest. 
The father, actuated by natural love, aiming at 
his son’s temporal honor; he, guided by a 
divine impulse, having chiefly in view the 
Truth of God and his own eternal welfare. 
His father grieved to see the well accomplished 
son of his hopes, now ripe for worldly promotion, 
voluntarily turning his back on it; he no less 
afflicted to think that a compliance with his 
|earthly father’s pleasure was incunsistent with 
obedience to his Heavenly Father. The 
earthly parent pressing conformity to the 
fashions ard customs of the times, earnestly 
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388 FRIENDS’ 
entreating and beseeching him to yield to this 
desire ; the son, of a loving and tender dispo- 
sitiup, in an extreme agony of spirit to bebold 
his father’s trouble, modestly craving leave to 
refrain from what would hurt his conscience ; 
aod, when not granted, solemnly declaring 
that he could not yield; his father thereon 
threatening to disinherit him; he humbly re- 
signing all things of that sort to his father’s 
will, who perceiving that neither evtreaty nor 
threats prevailed, turned his back on bim in 
anger; and the son lifted up bis heart to God 
for strength to sustain him in that time of 
bitter trial.” 

When all the admiral’s endeavors proved 
ineffectual to shake William’s religious reso- 
lutions, the disconcerted father, unable any 
longer to endure him in his sight, fairly turned 
him out of doors. But his mother, well know- 
ing his deep feeling and devotedness, never 
suffered her heart to be hardened against her 
son. Sbe saw him occasionally, and supplied 
him with the means of procuring the neces- 
saries of life; whilst the Friends received him 
cordially in their midst as a brother beloved. 
in 1668, when in the twenty-fourth year of his 
age, be came forward amongst them as a min- 
ister of the Gospel. This circumstance is thus 
alluded to in the sketch of his life published 
with his works:—* Being redeemed by the 
power of Christ, he was sent to call others from 


under the dominion of Satan into the glorious 
liberty of the sons of God, that they might 
receive remission of sins, and an inheritance 
among thew that are sanctified through faith io 
Jesus Christ.” 


(To be continued.) 


osha 
THE UNKNOWN FRIEND. 

It is said that among the slaves that were 
brought into the New England States, st the 
time when slavery was prevalent, was one woman 
who, immediately on being told the history of 
the love of Jesus Christ, exclaimed, “ He is the 
ove; this is what I wanted.” This language 
causing surprise, her history was inquired into. 
It was briefly this: While living in ber simple 
hut in Africa, the kidnappers one day rushed 
upon her family, and carried her husband and 
children off to a slave ship, she escaping into 
the woods. On returning to her desolate home, 
she mourned with the bitterness of “ Rachel 
weeping for her children.” For many days her 
heart was oppressed with a heavy weight of sor- 
row; and refusing all sustenance, she wandered 
up and down the desolate forest. At last, she 
says, a strong impulse came over her to kneel 
down and pour out her sorrows into the ear of 
some unknown Being, whom she fancied to be 
above her in the sky. She did so; and toher 
surprise, found an inexpressible sensation of re- 
lief. After this, it was her custom daily to go 
out to this same spot, aod supplicate this un- 
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known Friend. Subsequently, she was herself 
taken, and brought over to America; and when 
the story of Jesus and his love was related to 
her, she immediately felt in her soul that this 
Jesus was the very friend who had spoken com- 
fort to her yearning spirit in the distant forest 
of Africa.— Selected. 


Aetna 

The “ Sanitarium” at Media, Pa., for the Re- 
formation of Inebriates. Second Annual Re- 
port of the President, Dr. PaRRIsH. 

To the Directors of the Citizens’ Association of Penn- 

sylvania. 

GENTLEMEN :—The Sanitarium for Persons 
suffering from the effects of Alcoholic Stimu- 
lants and Opium, was opened for the reception 
of patients on June 18, 1867, since which time 
there have been under treatment, twenty-six 
persons, tweaty four cf whom had been ad- 
dicted to the excessive use of alcoholic stimu- 
lants, one to the habitual indulgence in opinm, 
aud one to both opium and whisky. 

Eight of the whole number of inebriates bad 
indulged in the use of liquor for ten years or 
more ; twelve for more than five years and less 
than ten, and five for less than five years. 

The average continuance of inebriety in these 
cases was seven and one-half years each. 

Their occupations may be classified as fol- 
lows : Bookkeepers, 2; clerks, 7 ; merchants, 3 ; 
physicans, 3; lawyer, 1; teacher, 1 ; iron man- 
ufacturers, 2; grocers, 2; naval officer, 1; ma- 
chinist, 1 ; student, 1 ; no occupation, 2. 

Of these, the habit was induced by social 
usages in eighteen cases. ino four, it was 
hereditary, and in three of these, it could be 
traced through two or more generations. In 
three, the appetite was attributed to physicians’ 
prescriptions. 

Of the whole number, thirteen were married 
and thirteen single; twenty were inhabitants 
of cities, and six of country towns. 

Seven were periodical, seven occasional, and 
eleven confirmed inebriates, and one a confirmed 
opium user. 

We mean by an “ occasional ” drinker, one 
who frequently becomes intoxicated, under the 
influence of excitement or company, but in 
whom the appetite is not permanent. Such 
persons are generally jovial, aod but sejdom in- 
dulge alone, and sometimes even dislike the 
taste of stimulants. 

The word ‘‘confirmed” is applied to those 
in whom the desire for intoxicating drinks is 
an established appetite or craving, and who 
will seize every opportunity for indulgence, re- 
gardless of consequences. 

‘« Periodical”? inebriates are those who, at 
intervals of one or more months, are seized with 
an uncontrollable desire for stimulants, and 
who seek the opportunity for indulgence fre- 
quently, and will drink till the appetite is fully 
satisfied, recover frow the debauch in a week 





or more, and return to business with punctual- 


ity and fidelity, till the recurrence of the next 
period. 

There have been eight cured and returned 
to usefulness in life (32 per cent.) No. 1l,a 
clerk—occasional—for seven years. No. 2, a 
book-keeper—confirmed—for ten years. No. 
3, a clerk—confirmed—for seven years. No. 
4, a student—oceasional—for one year. No. 
5, a clerk—periodical—for four years. No. 6, 
a teacher—periodical—for six years. No. 7, 
an invalid—occasional—for eight years. No. 
8, a clerk—occasional—for five years. 

In these, the average duratiou of the habit 
was six years. 

The improved cases are nine; and seven do 
not seem to be permanently benefited by the 
treatment they have thus far received. Two 
have died. 

Among the recoveries, none are counted but 
those who may be relied on, while there are 
those still under treatment, who will probably 
add to the number, but who have recently been 
admitted to the Institution, and about whom 
no decision can be reached at present. It must 
be borne in mind also, that the eight persons 
noticed as recovered, have been drinking 
an average of six years each, and hence cannot 
be classified as recent cases. 

In the present state of oar knowledge upon 
this subject, it is impossible to determine how 
much the duration of the disease has to do 
with recovery. In insanity the terms “ re- 
cent,’ “chronic,” and “ incurable” are used, 
as indicating the probable advantage to be de- 
rived from hospital treatment. It is claimed 
by authorities on this subject, that seventy per 
cent. of “ recent’? cases—by which is meant 
those of not more than one year’s standing—are 
earable; while “chronic” cases, or those of 
longer standing than one year, cannot be cured 
ia greater proportion than ten or fourteen per 
cent.; and the term “incurable” explains 
itself. 

But few drinking people will submit them- 
selves to treatment within the first year. I[o- 
deed, the habit of inebriety is probably rarely 
established in a single year. The insidious 
advances of the diseased appetite are almost 
imperceptible, and the victim feels bimself 
safe, until he realizes, after years have gone by, 
that he is a captive, and must seek deliver- 
ance; but that thirty-two per cent. of cases 
which have existed an average of six years 
each, should yield to suitable treatment in a 
few months, is satisfactory evidence of the 
eurability of drunkenness. The percentage 
will be larger another year, as a fair proportion 
of those marked “improved” will recover in 
time. 

We use the word “cured” in this connec- 
tion, as it is used in its application to other 
forms of disease. If a person is discharged as 
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cured, from a hospital for insane, there is no 
guarantee that he will never again be overtaken 
with insanity. 

(To be concluded.) 


nathinipineitiliaeatices 

THE SECRET OF EFFECTUAL SERVICE TO GOD. 
FROM GEORGE MULLER. 

Beloved Christian Friends, 

We have, through the Lord’s goodness, been 
se = to enter upon another year, and the 
minds of many amongst us will no doubt be oc- 
cupied with plans for the future, and the various 
spheres of service in which, if our lives be 
spared, we shall be engaged. 

The welfare of our families, the prosperity of 
our business, our work and service for the 
Lord, may be considered the most important 
matters to be attended to; but, according to 
my judgment, the most important point to be 
attended to is this—Above all things see to it 
that your souls are happy in the Lord. 

Other thiags may press upon you; the Lord’s 
work even may have urgent claims upen your 
attention; but I deliberately repeat, it is of su- 
preme and paramount importance that you 
should seek, above all other things, to have your 
souls truly happy in God himself. Day by day 
seek to make this the most importaat business 
of your life. This has been my firm and settled 
conviction for the last five and thirty years. For 
the first four vears after my conversion | knew 
not its vast importance; but now, after mach 
experience, I specially commend this point to 
the notice of my younger brethren and sisters 
in Christ. The secret of all true effectual ser- 
vice is, joy in God, and having experimental 
acqua:ntance and fellowship with God himself. 

The wry in which we study the Bible isa 
matter of the deepest moment. The very earliest 
portion of the day we can command, should be 
devoted to meditation on Holy Scriptare. Our 
souls should feed upon it. We should read it, 
not for others, but for ourselves. All the prom- 
ises, the encouragements, the warnings, the ex- 
hortations, the rebukes, should be taken home 
to our own bosoms. Especially let us remem- 
ber not to neglect any portion of the Bible: it 
should be read regularly through. To read 
favorite portions of the Scriptures, to the ex- 
clusion of other parts, is a habit to be avoided. 
The whole divine volume is inspired, and by 
degrees should be read regularly through. But 
to read the Bible thus is not enough; we must 
seek to become intimately and experimentally 
acquainted with Him whom the Scriptures re- 
veal—with the blessed Jesus, who has given 
Himself to die in our room and stead. Oh, what 
an abiding, soul satisfying portion do we possess 
in Him! 

But another point here needs especially to be 
noticed. it is, that we seek habitually to carry 
out what we know—fo act up to the liyht that 
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we have received ; then more will assuredly be; blessed One to whose image and likeness we 


given. But if we fail to do this, our light will 
be turned into darkness. It is of the deepest 
moment that we walk with a sincere;~honest, 
upright heart before the Lord. If evil be 
practiced or harbored and connived at, the 
channel of communication between our souls 
and God, for the time being, will be cut off. It 
is all-important to remember this. Ivfirmities 
und weaknesses will cleave to us as long as we 
remain in the body; but this is a different 
thing from willingly allowing evil. I must be 
able, with a true, honest, upright heart, to look 
my Heavenly Father in the face—to say, 
‘* Here [ am, blessed Lord, do with me as thou 
wilt.”’ 

Then let us remember that we are His stew- 
ards. Our time, our health, our strength, our 
talents, our all, are His, and His alone. Let us 
seek to remember this, and carry it out this 
year, aod then what happy Christians shall we 
all be! It is a divine priociple, “ To him that 
hath shall more be given ;” and as assuredly as 
we seek to make good use of that which is con- 
fided to us, more will be imparted. We shall 
be used of the Lord, and shall become increas- 
ingly happy in His own most blessed service. 

Brethren, we bave only one life—one brief 
life ; let us seek, with renewed purpose of heart, 
to consecrate that one life wholly to the Lord 
—day by day to live for God, and to serve 
Him with our body, soul and spirit, which are 
His. 

Let it be our unceasing prayer, that, as we 
grow older, we may not grow colder in the ways 
of God. As we advance in years, let us not 
decline in spiritual power; but let us see to it 
that an increase of spiritual vigor and energy 
be found in us, that our last days may be our 
best days. 

Our holy faith does not consist in talking. 
“Reality, reality, reality,” is what we want. 
Let us have heart work; let us be genuine. 
Brethren, we should live so as to be missed— 
missed both in the Church and in the world 
when we are removed. Oh, how rapidly is time 
hastening on! We should live in such a man- 
ner as that, if we were called hence, our dear 
brethren and sisters might feel our loss, and 
trom their inmost souls exclaim, “ O that such 
a one were in our midst again!” We ought to 
be missed even by the world. Worldly per 
eons should be constrained to say of us, “ If 
ever there was a Christian upon earth, that man 
was one.” 

But to revert to the Scriptures. In them 
through the teaching of the Holy Ghost, we 
become acquainted with the character of God. 
Our eyes are divinely opened to see what a 
lovely Being God is! and this good, gracious, 
loving Heavenly Father is ours—our portion 
for time and for eternity; and our adorable 
Lord Jesus, who gave himself for us, is that 


shall be conformed ; and to serve him should 
be our greatest joy and privilege as long as we 
remain on earth. 

But thea, when trial! and affliction come, shall 
we murmur anddespond? Ah,no! Beloved 
in Christ, let us trust our Heavenly Father ; 
let us, like little children, hang entirely on Him, 
reposing in the sweet assurance of His unchange- 
able, eternal love. Let us remember how He 
acted towards His saints of old—what his deal- 
ings were with them. Let us remember what 
is recorded concerning their history; for now, 
as He has ever done, God will most surely act 
according to His promises. 

This intimate experimental acquaintance with 
Him will make us truly happy. Nothing else 
will. If we are not happy Christians—I speak 
deliberately, 1 speak advisedly—there is some- 
thing wrong. If we did not close the past year 
in a happy frame of spirit, the fault is ours, and 
ours alone. 

In God our Father and the blessed Jesus our 
souls have a rich, divine, imperishable, eternal 
treasure. Let us enter into practical possession 
of these ‘true riches; yea, let the remaining 
days of our earthly pilgrimage be spent in an 
ever-increasing, devoted, earnest consecration 
of our souls to Him. 

swipe Aiedilsib sie 
GOOD DEEDS HAVE Nu SABBATH. 

Not long since (says a Breslau paper) an el- 
derly man with bare head stood in an eating 
house surrounded by a crowd of people. The 
landlord held the man’s hat and cane in his 
hands, and an impudent waiter stood between 
the guest and the door. The confusion of the 
old man was indescribable. He seemed to be 
for the first time in his life in such a scrape— 
said nothing, looked down on the ground, and 
with difficulty restrained his tears, while all 
around mocked and jeered him. Just then a 
poorly dressed Israelite, with a Jong white beard, 
entered, and inquired what it all meant, and 
with an expression of almost feminine curiosity. 
He was told that the man had eaten and drank, 
and now that he wust pay he had searched his 
pockets in vain for money. “Well,” exclaimed 
the Israelite, “I see the old man for the first 
time, but I’ nt be bound he did not come here to 
cheat. And, landlord, suppose he had no money 
to forget, couldn’t you for once give a poor man 
something to eat, for God’s sake? How much 
does he owe you, anyhow?” The debt was 
eight silver groschen, and the Israelite paying 
,| this, took the poor old man by the hand and led 
him tothe door. Those present did not seem to 
enjoy the reproof which their brutality had re- 
ceived, and one ingolent fellow cried out : “ Hey, 
Jew, what have you done ?—this is the Sabbath, 
and you have touched money!” (This is for- 
bidden to the Israelites.) ‘‘ You are right,” 
answered the Israelite. “Just now I forgot that 
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I was a Jew, just as you forgot that you were a 
Christian. But you may rest easy on my ac- 
count; I understand my commandment, which 
says: ‘Honor the Sabbath day and keep it 
holy.’ Just get some schoolmaster to explain 
it to you, and if he is a reasonable man, he will 
agree with me. Good deeds have no Sabbath.” 
And with these words the good man left the 
room.— Moravian. 


— er - ——_—— 


LIGHT IN DENMARK. 
(Concluded from page 383.) 


Here in prison I have written a book about 
true Christianity and anti-christianity, (Joho iv. 
20-24, and Apostle Acts 17,) and worship- 
ping idols of the blind world that is living io 
the flesh and never know God. The field and 
harvest are very great, my dear friend, and the 
laborers are few, very few. Iam alone in Den 
mark to preach the gospel as the spirit of God 
gives to preach it, without men’s command. 
ments; and it is a strong work for one man to 
fight against such a corpus of thieves snd rob- 
bers, that will make another way and another 
door than the Lord is; (John x.) I am alone 
against all the priests and rulers, and the world 
that is overcome of the devil. But the Lord 
is my strength, my light, my refuge, He is my 
victory. I have not been forsaken one moment 
in these battles, and I do hope He will not 
leave me alone. I preach that the children 
are not sinners before Ged, and that the children’s 
baptism cannot born the soul anew; and that 
the covenant the Lord makes with His children 
is not such that a priest can make a covenant 
with a little baby in such a form and ceremony. 
I preach again the doctrine that the so called 
Lord’s supper cannot give forgiveness from sin, 
and that it is not the Lord’s body, and not His 
blood, as the priests teach the people, and that 
the people are deceived with all these false doc- 
trine. The childreo of God have no use for hired 
preachers. These the Lord will use as laborers 
in His congregation, these will He himself re- 
ward. They shall give freely as they have re- 
ceived freely. Our Lord baptizes us himself; 
He gives us his own supper iu the living word 
and with his spirit, and we have no use for 
such thing, that is only a shadow of the true 
thing. The Lord himself is everything and 
gives us everything. He discovers everything 
for the upright in the heart, and he dves not 
hide the secret thing from his beloved. He 
has given us His Son, and he gives us all things 
with Him. His name be praised and glorified 
for ever of His children. 

The poor Friends here in Jutland have 
bought a simple house for my family. It has cost 
£100, or nearly $500, and we pay only twenty- 
five dollars rent yearly. There are three small 
rooms and a prayer-meeting room twenty feet 
long and fourteen feet broad, and the Friends 
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are gathered together twice a week to silen® 
prayer, and sometimes my dear wife Johanne 
Bartholine, preaches the gospel for them. In 
Weile there is this fall builded a prayer- 
meeting room on a house-top by a butcher, 
Soren Peter Sorensen, that is thirty-two feet 
long and twenty-four feet broad, and in the 
same room are many children of God, Baptists, 
Methodists, and of the States church gathered 
together, very often to silent prayer, and wor- 
shipping of God in Spirit and Truth. 

The people are very poor. Some receive 
four to eight cents a day fur the work they do 
for the farmers. Over seventy Friends are 
going away to America, some intend to go 
away in the spring. We are over 2,000 in 
Denmark that are believing in the Friends’ 
doctrine, but we cannot have a congregation 
because we do not believe we shall swear, and 
go in war, and pay to the States church. Every 
one there would be joined to such a congrega- 
tion would be fined and put in prison; that is 
the reason the rulers fine me and put me in 
prison ; but we can go together us often as we 
like and worship the Lord as we like. It would 
be calied a complat of rebellious against the 
government if we were organized in a congre- 
gation. In the same prison is a Baptist, Sorea 
Housen, sitting for the same cause. He has 
written against child baptism, and they punish 
us for blasphemy. There bas been a Friend in 
prison and took eighty days bread and water, 
and now he is put in the cell prison for three 
years because he will not be a suldier. 

The day I was put in prisou I was owner of 
14s., or one and a quarter dollars, for my wife 
and two children. Now the Friends here have 
given my family some potatoes, pork, wood, 
coal, &c., and we get half a dollar a week in 
money, coffee and tea, &c., and I get some 
butter and bread here in prison, becaase the 
food here is very small. When I am fivished 
here we have nothing, (10th of Fourth month ) 
If there were some Friends io Philadelphia 
that would help our poor Friends here with 
some good tracts and some New Testaments, 
and perhaps so that I could get published some 
of these small books I have written here in 
prison, I would be very glad. I know the 
Lord has many dear children in Philadelphia, 
and when one member is suffering they suffer 
all together. We are many that suffer here iu 
Denmark, and are longing after much more 
light. If the Lord would send us some 
laborers in the large field, and great harvest! 
There is a great wakeness in the nation, and 
the people are asking for the living bread, and 
the running water. Oh, my dear friend, pray 
for us that we may get power to overcome the 
darkness and get grace to give the hungry 
bread. We are sitting as a widow that has no 
husband, we are as an apple-tree in the thick 
forest. There is more blessing by giving as by 
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taking. Blessed are the mereifal for they 
shall obtain mercy, (Matt. v.) 

I bring my best love to every Friend in the 
congregation. Remember me in your prayers. 
I have a great work to do, but I am believing 
in the Lord, he will help me and my poor 
country people. I am thy truly thankfal 
friend, Moses ABRAHAM SOMMER. 

I wish we had Robert Barclay’s book in the 
Danish language. I have one copy mvself I 
have got by Endre Dahl from Stavanger, who 
visited me last summer, but they are very dear, 


and the poor Friends -have not the means to 
buy such a book.” 


true, so long as he faithfully abstains from 
everything that will awaken the old crav- 
ing,—the morbid appetite: but it is a fatal 
delusion to suppose that he can with impunity 
partake occasionally or at all of spirituous or 
fermented beverages. Taste not, is his only 
safe rule. We write positively, having wit- 
nessed many cases of reformation and relapse, 
and the melancholy reminiscences which the 
subject recalls, intensify our interest in Dr. 
Parrish’s benevolent enterprise. We call to 
mind our old friend Deacon Grant, of Boston, 
and the patient humanity with which he lifted 
the degraded ones out of the mire, surrounding 
them, like the good Samaritan, with pure and 
safe influences, till he established their feet 
upon the rock of Toran AssTineNce. The 
reformation of the drunkard is—not easy, but— 
practicable. It requires the employment of 
proper means. The object is worth long con- 
tinued, persevering effort. In many cases, re- 
moval from the reach of accustomed haunts and 
temptations, and the presentation of new in- 
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PHILADELPHIA, SECOND MONTH 15, 1868. 


Decease or Dupré Knicut.—This be- 
loved Friend, who bas been for a long time ac- 
ceptably connected with the boarding school at 
West Town, and for some years its much re- 
spected Superintendent, died suddenly from 
apoplexy, in the midst of his duties, on the 
morning of the 3d inst. He has served his 
generation faithfully, as a teacher of youth, in 
several prominent educational establishments, 
and was greatly endeared to a large circle of 
warm friends. His urbanity, his gentleneas of 
spirit, the catholicity with which he approved in 
all the things which are excellent, thinking 
upon and practicing those things which are 
pure, lovely and of good report, his circum- 
spect walking as one whose citizenship was in 
Heaven, and his Christian fidelity as a member 
and servant of the Church,—eall for a re- 
spectful and loving record. ‘Precious in the 
sight of the Lord is the death of his saints.” 


fluences and associations, is indispensable. 


“ Alas! what converts one map, who would take 
The cross and staff, and house with guilt, could make.” 


~< 

PENNSYLVANIA INSTITUTION FOR THE IN- 
STRUCTION OF THE Biinp.—The Report of 
this valuable corporation shows a regular rate 
of increase of the blind population of 34 per 
cent. in ten years. This should impress every 
citizen with the value of such a provision for 
them. We notice with warm approval the 
care to instruct the pupils not merely in litera 
ture, bet also in various branches of handicraft 
—as the manufacture of brooms, brushes, car- 


asia 

Tue SantrartumM.—The Annual Report 
of Dr. Joseph Parrish, President of the Insti- 
tution for the reformation of inebriates, is so 


pets and door and floor mats, and cane seating. 
The girls are taught sewing, knitting, crotchet- 
ing, bead-work and cane-seating. Outfits are 


important in its statistics, and embraces a sub-| granted to those who leave in indigent cireum- 


ject of such general interest, that, to do it full stances, being honorably discharged. It is 
justice, we present to our readers the entire highly commendable to the Board that they 
document,—asking for it the serious attention | maintain “a lively and abiding interest in 
of philanthropists. the welfare of those who have passed through 
Intemperance is to be regarded as a physical | the system of instruction, and in ministering to 
and moral disease. Although the person who | it, so far as may be in their power, after they 
has been a confirmed drunkard may by persist- | have left the halls of the Institution, and been 
ing in total abstinence from everything alco |compelled to strive fur their own mainten- 
holic be quite safe from his old enemy,—yet, ance.” 

he can never, with impunity, allow himself to 


In view of the difficulties which this in- 
become a moderate drioker. The seed of a! 


creasing and interesting portion of our popula- 
fearful disease is in his system, dormant, it is ‘tion must experience, in providing for their 
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own support, and in finding, without associated 
aid, a market for the products of their iodus- 
try, the Managers urge the inauguration of a 
more comprehensive system which should em- 
brace : 


1. A manufactory. 


2. Employment at fair wages for all who are able 


to board outside. 
3 Board furnished at a low rate to the females— 


and also to a limited number of others unable to 
earn their own expenses. 


A suggestion is thrown out, which concerns 
atike persons in all sections of our country :— 
that an endowment be presented to some existing 
college in a central location, for the purpose of 
affording a higher course of instruction to blind 
persons of distinguished ability. Two of the 
former pupils of this Institution graduated 
with credit in the University of Pennsylvania. 
One of them is Principal of the Maryland In 
stitute for the Blind. The other established a 
similar Academy in Georgia, of which he was 
the first Principal, and is now the Principal 
and Proprietor of a highly respectable Semin- 
ary for Young Ladiesin Germantown, Pa. We 
will only add that during the year goods were 
manufactured by the pupils to the amount of 
$16,865.41. 

scien 

DEATH oF JAMES GILBORNE Lyons.—This 
Christian poet died at West Haverford on the 
2d inst. Our personal acquaintance with Dr. 
Lyons dates from his arrival from Ireland, 23 


Vengeful and loud when the trumpet is ringing, 

Sounding the dirge of the field and the sea, 

Grant me a place where the ransom’d are singing 

Antbems which speak of redemption and Thee.” 

As a poet, his verses were marked ‘by pure 
religious thought, harmonious rhythm, and 
“ English undefiled.” The following lyric may 
be given as a fair specimen of his poetie powers, 
and is worthy of preservation for its intrinsic 
merit. 

On! STEAL NOT THOU MY FAITH AWAY, 
Nor tempt to doubt a lowly mind; 
Make al! that earth can yield thy prey, 
But leave this heavenly gift behind. 
Our bope is but the sea-boy’s dream, 
When loud winds rise in wrath and gloom ; 
Our life a faint and fitful beam, 
That lights us to the cold dark tomb. 
Yet since, as One from Heaven has said, 
There lies, beyond that dreary bourn, 
A region where the faithful dead 
Eternally forget to mourn, 
Welcome the scoff, the sword, the chain, 
The burning waste, the black abyss ;— 
I shrink not from the path of pain 
Which leads one to that world of bliss. 
Then bush, thou troubled heart! be still ;-— 
Renounce thy vain philosophy ;— 
Seek thou to work thy Maker's will, 
And light from Heaven shall break on thee. 
'T will glad thee in the deadly strife, 
When strong men sink with failing breath ;— 
’T will cheer thee in the noon of life, 
And bless thee in the night of death. 
eiineineancaiiae til ; 
DIED. 

HOSKINS.—At her residence, West Newton, Ind., 
on the 20th of First month, 1868, Ann M. Hoskins, 
wife of Joseph W. Hoskins, aged nearly 56 years ; 
a member and minister of Fairfield Monthly Meeting. 
She labored for the spiritual good of her own family, 
and was exercised for the welfare of souls and the 


years ago, He was an accom plished Christian | promotion of Christ’s kingdom upon earth. Whilst 


gentleman, and his society, (when once his 
natural reserve was melted.) was genial and 
delightful. He was the principal of a success- 
ful classical school, and a minister of the Epis- 
copal Church. ‘He was noted,” says the 
Bulletin, “for his strict adberence to a self. 
imposed rule to render all his clerical services 
gratuitously.” 


On opening a presentation copy of a volume 


of his poems, we cannot but apply to himself 


the last four lines in the volume: 


“Christian, whose earnest heart and upward eye 
Are fixed on deathless realms beyond the sky, 
Be glad for one whose work on earth is done, 
Whose suffering past, whose crown of glory won.” 


We note alsv his penitent lines, written at an 
earlier date: 


“Son of my God, who wast laid in the manger, 

Mark my repentance and pity my doom,— 

Thou who wast tried by temptation and danger, 

Thou that bast vanquished the cross and the 
tomb ;— 





we deeply mourn her loss, we believe that there is 
* Another star in the Saviour’s crown, 
And another gem in heaven ;” 
and that she was ready to receive that crown, 
which the righteous Judge shall give to all those 
that love his appearing. 

HAWORTH —At the same place, on the 10th of 
Ninth month, 1867, Jane. wife of George Haworth, 
in her 73d year. She was a consistent Friend and 
| Christian, and we humbly trust that her end was 
| peace, and that she has entered into the joy of her 

Lord. 
CARTER.—At Friends’ Manual Labor School, 
Shawnee, Kausas, on the 17th of First month, 1868, 
| Achsah, wife of John Carter, in her 68th year. She 
emigrated to Kansas with her husband and family 
in the spring of 1867, from Springfield Monthly 
| Meeting, North Carolina, where she had acceptably 
filled the station of an Elder for more than 30 years, 
and had been reappointed to that station since her 
|removal within the verge of Springfield Montbly 
Meeting, Kansas. Her departure was peaceful, and 
her mourning relatives bave full faith that her spirit 
now rests with Jesus. 

SMITH.—In this city, on the 8th ult., Mary D., 
wife of Ambrose Smith, in the 40th year of her age ; 
a member of the Western District Monthly Meeting. 

| TOWNSEND.—On the 7th of Eleventh month, 
11867, at his residence in Maboning Co., Ohio, Lewis 
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Townsend, in the 70th year of his age; a worthy 
member of Damascus Monthly Meeting. 

GREGG.—Of pulmonary disease, at the residence 
of her father, near West Milton, Ohio, on the 18th of 
Twelfth month, 1867, Eliza, eldest daughter of Smith 
und Rachel Gregg, (the latter deceased) in the 24th 
year of her age; a member of Wabash Montbly 
Meeting, Ind. She bore her protracted illness in 
Christian resignation—death presented no terrors 
to her; frequently expressing that it was all through 
the mercy of God in Christ Jesus that she bad 
the forgiveness of all her sins. She longed “to go 
home and be with the Lord ” but was willing to wai" 
till in His infinite mercy He should see fit to call 
her away. She considered it an especial favor thus 
to be removed in the very bloom of youth, and freed 
from all pain and sorrow, to a blissful home above. 
We have the consoling evidence left that all -is 
well with her. May we all be ready and waiting like 
this dear one. 

HOLLINGSWORTH.—On the 
month 1867, of the effects of a burn, William Fran- 
cis, (aged 5 mos.) infant son of Abraham and 
Celeste S. Hollingsworth, members of Miami Month- 
ly Meeting, Warren Co., Ohio. 

STALKER.—On the 7th of Eleventh month, 1867, 
Thomas Stalker, aged nearly 62 years; a member of 
Greenwood Monthly Meeting, Ind. He bore a short 
and severe illness with Christian fortitude, often ex- 
pressing that he believed it to be his last. A short 
time before his death, he said that he saw nothing in 
his way, but awaited the call of his Saviour, leaving 
the consoling evidence that his change was a happy 
one. He had suffered physical debility for several 
years, yet retained a lively interest in the welfare 
of the Church, and was often constrained to admon- 


ish others against running into the fashions and 
customs of the world. 


24th of Twelfth 


HOLADAY.—On the 5th of First month, 1867, at 
the residence of her aunt Mary Ann Pugh, Eliza 
Jane, daughter of the late Aaron Holaday, aged 
nearly 27 years. : 

MORGAN.—On the 7th of Seventh month, 1867, 
near Pentwater, Mich., Martha, daughter of Oba- 
diah and the late Matilda Morgan, in ber 21st year. 
She counselled her friends and relatives to live 
nearer our Heavenly Fatker than they had done. 
Her end was peace, : 

MORGAN.—On the 27th of Tenth month, 1867, 
Mary H., wife of Obadiah Morgan, aged 46 years. 
She left the consoling evidence that ber end was 
peace, and that there was a crown of immortal life 
laid up for her in heaven. 

MENDENHALL.—On the 15th of Eleventh month, 
1867, Ada Lavina, daughter of John C. and Damaris 
L. Mendenhall, aged a little over 9 years. 

WALTHALL.—On the 12th of Eighth month, 
1867, Priscilla, twin daughter of Wm. B. and L. J. 
Walthall. in the 5th year of her age. 


The above five were mémbers of Ellwood Monthly 
Meeting, Illinois. 


WHITE.—On the Ist of Twelfth month, 1867, 
Enos P. White, in his 9th year, son of George B. 
and Eliza White, members of Spring Creeek Monthly 
Meeting, Iowa. 

DEUELL.—On the 10th of Eleventh month, 1867, 
Phebe C. Deuell, daughter of Abner and Sarah E. 
Deuell, (both deceased) in the 40th year of her age; 
a member of Stanford Monthly Meeting, N.Y. This 
dear friend was a bright example of youthful dedi- 
cation to the call of her Lord, thereby fitting her for 
service in the Church of Christ. Although it was 
her lot to pass through a period of deep ment?) and 
physical suffering previous to ber dissolution, yet 
she has left assurance to surviving friends that life's 
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great end was answered, and that she has exchanged 
a world of suffering, for one of exceeding peace. 

HENLY.—At Big Creek, Kansas, on the 13th of 
First month, 18€8, Stephen Franklin Henly, son of 
Frederick and Sarah Henly, aged 18 years ; a mem- 
ber of Cotton Wood Monthly Meeting, Kansas. 

ESTES.—At Westport, Bristol Co., Mass., on the 
29th of Tenth month, 1867, at the residence of her 
stepfather, Charles Fisher, Francena M., daughter 
of Jane G. and Daniel Estes, of Maine, in the 16th 
year of her age, a member of Dartmouth Monthly 
Meeting. She was amiable in life, much beloved 
by all who knew her; bore her last sickness with 
Christian patience, and we have the consoling 
trust that she is at rest in Jesus. 

BURSON.—On the 12th of Twelfth month, 1867, 
in Smitbfieli, Jefferson Co., Ohio, Jane Burson, aged 
77 years; a member of Smithfield Monthly Meeting. 
Her quiet Christian deportment and deeds of kind- 
vess had won for her many friends. Very often, 
in the silent watches of the night, ber voice was 
heard in prayer, or saying, “ Sweet Jesus, take me 
home.” 

MIDDLETON.—On the 20th of First month, 1868, 
at Crosswicks, N. J., Joel H. Middleton, in bis 69th 
year; an esteemed member of Chesterfield Monthly 
Meeting. 

NEWLIN.—At his residence in Alamance Co., 
N.C., on the 7th of Sixth month, 1867, Jobu Newlin, 
in the 92d year of his age; a valuable member and 
elder of Spring Montbly Meeting. “As a shock of 
corn cometh in his season,” we trust he was gath- 
ered into the beavenly garner of rest. 

HOLTON.—On the 5th of Seventh month, 1867, in 
the 2lst year of his age, Alfred, son of Jesse and 
Mary Holton; a worthy member of same Monthly 
Meeting. His last words were, “‘ Come, Jesus ;” and 
his bereaved parents have the consoling belief that 
his end was peace. 


A Stated Meeting of the Women’s Aid Associa- 
tion will be held at 112 N. Seventh St., on Seventh- 
day, the 15th inst., at 4 P.W. 

Saran Lewis, Secretary. 


1 - 


For Friends’ Review. 
THE BEEHIVE SCHOOL. 

In the early winter of 1865-6, encouraged 
by the kind liberality of one or two Friends, 
who promised to provide the salary for a teach- 
er, a school was started in the Locust St. Mis- 
sion House, which it was decided to call the 
Beehive. 

It was intended for the benefit of the poor- 
est class of colored children, under 10 years of 
age, and a committee of young Friends was 
formed tu assist the teacher, with three of their 
older friends to direct them. Beside the usual 
rudiments of education, they wished to pay 
special attention to sewing and knitting, and to 
aid in this object, two or more of the committee 
attend daily, taking classes for two hours ino 
those branches. 

The school opened with but ten pupils, but 
the applications for admission were so numer- 
ous, that they were obliged to move into a 
larger room, in the same building. By the 
next winter the committee in charge decided to 
employ another teacher, whose salary, with the 
other expenses of the school, they are obliged 
to raise by subscriptions or donations. 
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The school now numbers over eighty pupils, 
many of whom did not koow their letters when 
they came. Several of the most advanced have 
since gone to higher schools, and others are | 
nearly ready to do so, their places being quick- 
ly filled from the large list of applicants. 

The improvement in the neatuess, cleanliness 
and good conduct of the children is very ap- 
parent, as also in the work done by them. At 
first, some trouble was experienced from their 
waut of honesty, but this fault is almost wholly 
overcome, and they have also improved in 
truthfulness. 

The scholars have sewed two o- three patch- 
work quilts, and made several little garments, 
which have been sent to the colored orphanage 
in Burlington, while a number of nicely knit 
pairs of stockings have been forwarded to the 
orphanage in Arkansas, all made by children 
who could scarcely hold a needle when they 
entered the school 

As we are obliged to rely on the kindness of 
our frieuds for our second teacher's salary, any 
assistance will be gladly received, and may be 
sent to the Treasurer, L. C. Wood, 150 North 
Seventh Street. 

lst mo. 16, 1838. 

a 
CORRESPONDENCE. 
Letter from Alfred Lloyd Foz. 

Sux et Gacrs—Mr. Lesanon, 12th mo. 30, 1867. 

Dear Friend W. J. Allinson —By the last 
mail our dear friend Eli Jones sevt thee a 
graphic sketch of his interesting ride (accom- 
pavied by myself) through Mount Lebanon, 
across the head of the valley of the Jordan, re- 
turning through the Anti-Lebanon, along the 
base of snowy Hermon to Shemlin. After a 
few days’ needed repose and needful attention 
to the post, he again mounted his steed and 
undertook a long ride northwards into the 
Pashalik of Baalbek,—Elijah G. Saleebey, a 
native, who is superintendent of seventeen ele- 
mentary and Scriptural schools, principally sup- 
ported by the Scotch, accompanying him as in- 
terpreter. After sleeping at B’Hamdun, a large 
village high up on the Lebanon, at the resi- 
deace of Wm. Benton, an American missionary, 
they crossed the ridge, and descended along the 
good Damascus road, made by a French com- 
pany, to the rich plain of the Buka’a, formerly 
known as Cele-Syria, stretching far away north 
and south, and bounded to the eastward by the 
Anti Lebanon, Ona their way they had many 
a fine view of Mount Hermon, lying toward the 
south-east. 

This evening, the 10th, they slept at Ma’al- 
aca, close by Zahley, a town of 10,000 inhabit- 
ants, the largest in the mountains, and on the | 
fullowing morning spent about two hours in the 
examination of the children, about thirty pres- | 
ent, at Saleebey’s school there. At Ma‘alaca I} 
joined them, and we proceeded across the Bu- | 








ka’a for about two hours, commencing the as- 
cent on the opposite side about dusk. The rest 
of our way was made clear and easy by the 
brilliant light of the full moon. When we 


‘looked behind us we had a lovely view of the 


great plain lying below us in the soft moon- 
light, and of the grand range of the Lebanon 
ou the other side, with its snow-capped sum- 
mits. This evening we were glad to reach 
Keffr Zebid, to pass the night at another of Sa- 
leebey’s schools. On our way we had crossed 
the Leontes, or Litany, the river separating the 
Pashalik of Ba’albek from that of the Lebanon. 
Here we were kindly received by the school- 
master and his wife, the latter speaking Eng- 
lish well. In the course of the evening many 
neighbors came in, and serious discourse en- 
sued. E.J. spoke to the master and his wife 
on the responsibility of their position, and to 
the others on the importance of female educa- 
tion. The next morning twenty three children 
were present, but only two girls, and passed a 
good examination. Thirteen were able to read 
the New Testament, and fourteen could write. 
Some of the writing of this remote school ap- 
peared equal to that of any mountain school 
visited by us, and the attendance of the children 
was said to be very good. Population about 400. 
After the examination, we rode: for two hours 
northward to the village of Rait. The master 
was absent for the day, but the children collect- 
ed to the number of seventeen, of whom ten 
were able to read the Bible; one girl present. 
We thought that the progress made by the chil- 
dren during the fifteen months of the opening 
of the school was remarkably good. Whilst Eli 
Jones was addressing the children, four armed 
horsemen appeared, one of them belonging to 
the noted family of Harfash, who, before the 
massacre of 1860, kept the country in a state of 
nightly alarm. They were in the practice of 
making a raid on a village, plundering, and if 
refused, burning the dwellings. All the furni- 
ture that the people then cared to keep was a 
mat and a bed. Population about 150. The 
school-house (one of the best houses there) con- 
sisted of one room, fifteen feet by eighteen, and 
about seven feet high, being one foot higher 
than the adjoining house. ‘Three holes in the 
walls were used for windows; one of them,opened 


jat E. G. Saleebey’s especial request, was an 


irregular opening about twelve inches dep and 
three inches wide. We gave a trifle from funds 
placed at our disposal to > furnish a ylass window. 
E. G. S. informed us that the people here be- 
long to the Greek Church, but that no priest 
attends upon them except when the tithe is 


| collected once a year; so that they are very ac- 


cessible to Protestant effort. 

’ The same afternoon we proceeded for a ride 
of two hours toa large village on the plain called 
Talhieh. Here we found another school of 
E. G. 8. in a room built for the purpose by the 
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Sheikh, named Ibrahim, at a cost of £12, Eng- 
lish money, and we were again glad to take 
shelter in the school premises for the night. 
This house consists of one room about twenty 
feet square and ten high, and has been provided 
by E. G. 8. with two glass windows, the only 
ones in the village. Population about 400; 
mostly engaged in agriculture. Many of the 
inhabitants collected about us in the evening, 
aud we had much interesting and serious con- 
versation with them, concluding by the veeding 
of a chapter in Arabic, and prayer offered by 
KE. G. The night proved very wet and 
stormy, and the roof leaked so badly that the 
schoolmaster had to mount upon the flat roof in 
the middle of the night in the rain and wind to 
roll it, whilst E. J. took shelter inside, under 
his umbrella. The rolling continued for about 
half an hour, and pretty effectually tightened 
it. It may be remarked here that the roofs are 
flat, and covered with earth; each house is fur- 
nished with a stone roller, usually kept on the 
roof in winter; it is frequently used during the 
rainy season to render the roof impervious to 
wet. 

12th mo. 13th.—By special invitation, we 
breakfasted this morning with Sheikh Ibrahim, 
an intelligent, public-spirited man, likely, we 
thought, to exert a good influence in that part 
of Coele-Syria. -Here, as usual with us in these 
parts, we had to adapt our position to a bresk- 
fast table about eight inches above the floor. 
Several of the leading men of the village came 
in, and we availed ourselves of the oppurtunity 
of drawiug their attention to the importance cf 
improved agriculture, espe- 
cially for females. They evinced great interest 
in the conversation. 

Breakfast concluded, we adjourned to the 
examination of the children at the school. There 
were twenty-seven boys and many of the vil- 
lagers preseat; Shiekh Ibrahim in the chair. 
Fifteen children read the New Testament; a few 
knew a little arithmetic, aud we saw some good 
writing. Storm and rain kept us at Talhieh all | 
this day; about a dozen children repeated por- 
tions of Scripture. KE. J. again urged the im 
portance of female education, and before we 
left, one of the mothers promised to send her 
daughter to E. G. S.’s training school at Suk el 
Ghurb. Should she go, she will be, so far as 
we could learn, the first female ever sent from 
that village for such a purpose. Female educa- 
tion here, as isso frequently tha case in Syrian 
villages, is grossly neglected —a woman capable 
of reading her letters being a great exception. 

12th mo. 14th.—This morning, the rain hav- 
ing abated, we rode from Talhieh northward for 
abuvut two hours to Ba’albek. Here we saw the 
world-renowned ruins of Ba’albek, or Heliopolis; 
which, taken as a whole, are said to be une- 
qualled. Here we saw columos seventy five 
feet high, seven feet three inches in diameter 
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at the base, and six feet at the top, still stand- 
ing. The style of architecture is of a highly 
ornamental Corinthian, and heaps of enormous 
shafts, capitals and architraves are to be seen 
lying about in a strange confusion. In the 
outer wall we saw, among other massive blocks, 
the three stones of Cyclopean size, each about 
sixty-three feet long and thirteen feet square, 
which, at one pees, gave it the name of Trile- 
thon. 

Here we also visited the clear fountain, the 
source of the Litany, or Leontes, which pur- 
sues its course through the greater part of 
Coele-Syria, emptying itself into the Mediterra- 
nean north of Tyre. The modern town of 
Ba’albek appeared to us a poor, dirty place, and 
the only effort made to educate the people, was 
a small Jesuit school. The food that we ob- 
tained at this place seemed better adapted for 
swine than buman kind. 

The return ride to Talheih was through much 
rain. In the evening, some of the neighbors 
again came in; we were all squatting or lying 
on the mats, &c., on the floor, E. G. Saleebey 
read a chapter io Arabic, and after it Eli Jones 
addressed those present in ministry, and E.G.S. 
concluded by supplication. The latter re- 
marked that E.J.’s communications on the im- 
portance of female education had greatly stirred 
him up to a higher appreciation of its import- 
ance. He thought that elementary girls’ schools 
might be started in these parts at a small cost 
by the teacher's wife taking charge of the girls, 
teaching sewing, &c. A teacher usually re- 
ceives £1.10 to £2 per month ; a female teacher 
about £1.5 per month, English. 


(To be continued.) 


14 miles N. W. of Satisaury, N. C., lst mo. 18, 1868. 

Many a time, within the last twelve- 
month, when business required me to be at the 
cabins of our colored people near meal time, 
have [ noticed the strauge intermingling of re- 
luctance and cordiality in the tone of their in- 
vitations to me to stay and partake with them 
of such as they had to eat. On several occa- 
sions | have sat down at the rustic tables to a 
piece of corn-bread and water, without a sign 
of meat or other eatables. In the summer and 
fall seasons, having long distances to travel and 
being quite hungry, | have often, when far 
from home, walked straightway from the board 
where I had vainly endeavored to appease the 
commonest cravings of appetite, to the nearest 
blackberry or strawberry patches, or apple or- 
chards, to satisfy my empty stomach and keep 
up my failing strength. Now, if there is any 
one before whom these people would set out 
their choicest victuals—a feast if they could— 
it is likely that individual would be myself, so 
dearly attached do they seem. Bat the surest 
evidences of their doleful destitution of food, 
are the contents of the school-children’s bas- 
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kets. Of course the best would be sent to} lican candidates. Chagrined by defeat at the 
school ; immemorial custom hereabouts makes | polls, the poor babes of the negro in his 
this a rale—it has the sanction of all the innate | power, the white oppressor brings up long ac- 
pride and vanity ofa fond parent’s heart. But| counts against the parents, and the innocent 
poor things! I have seen a family of five|sucklings cry for food which, although in the 
divide a piece of bread about the size of my two | land-owner's crib, is really theirs! 

hands and a few spoonfuls of molasses among| Every moment of spare time from my school, 
them, day after day, and week after week, as | and indispensable duties at home, is devoted to 
their on/y dinner. In other crowds a handful} a careful search for the most needy cases, and 
of potatoes was all. Rarely is meat seen at the|the quietest plan for their relief. Iam now 
noonday eating time. Yet all this is nothing| keeping a regular journal of these operations, 


to the not unfrequent cry of, “Teacher, mam-|so as to be able to give thee and the other 


my is so sick; and she says, please send her | donors the names, conditions, and amount given 
something to eat. We have nothing but corn-}to each. I hope it may prove an interesting 
cake for her, and she would sv like if you could | record ; and may stir up others in various par's 
send her a little bit of flour.” Oa visiting | of the country to look toward the destitute this 
these sick ones, much worse than this was} winter and spring, all over the South. e- 
usually revealed. People dying for the want Dear friends, in the name of the dene eclssod 
of clean clothes to lie in, covered with filth and | poor, thanks for your generous gifts. ‘ 
hideous swarms of crawling vermin, and wisb- Epwarp Payson Hatt. 
ing and praying through the long hours for [ ‘ny contributions elicited by the above let- 
something palatable to eat. Bare-footed, half-| ter should be sent to Richard Cadbury, Treas. 
naked children lying in the chimney corners, | Freedman’s Assoc., 606 Chestnut St. Philada.] 
erying for bread, sometimes, while the mother ~— 

and father lay helpless on their bed of straw, Letter from Alida C 

greeted the visitor. Very few have shoes; 
scarcely any have clothes enough to make them 
half comfortable. For the most needy, I have 
lately purchased some good strong shoes with 
part of the money thou sent—also several 
pieces of coarse cloth, and a small quantity of 
provisions and medicine ; and it would do thy 
heart good to see how far a dollar or two has 
contributed to the comfort and happiness of 
several L/ind and crippled old people ; and how 
instant was their expression of gratitude to the 
Giver of all good. Many of these had not 
seen a dollar, they said, in years; and were 
amazed by the gift. I always make ita rule 
to give but a small amount to any individual 
at any one time, and cautiously observe how it 
seems to be used. I prefer buying what they 
need for them, and giving it to them with my 
owo hands ; and this is my geveral plan of pro- 
cedure. Cases of extreme necessity, however, 
should be instantly relieved, when one has the 
means. I do not wish to be understood that 
all the blacks are in great distress. Oa the 
coutrary, a few shrewd and fortunate ones may 
be found who live well. But much the larger 
portion are already suffering for food and cloth- 
ing. If I am asked tor the cause of all this, I 
answer in asingle word,—exrtortion! Never, to 
wy knowledye, were the Freedmen of this lo- 
cality, so defrauded io their settlements with 
their employers, as at corn-husking time, this 
last fall. And why was this? To make the 
answer as brief and pvinted as possible, I say, 
they voted the Union ticket. Vainly did their 
old masters threaten them with expulsion from 
the farms if they did not vote with them. The 
negro showed an enlightened and dauntless 
patriotism, and voted en masse for the Repub- 

















Orpeuan Asytum near Hevena, Ark., lst mo. 21,68 
I again address thee from this land of 
distress, want and suffering misery; so sur- 
rounded thereby, that methinks all is one con- 
tinued wail of affliction and destitution. The 
ery of unrequited toil still goes up, of op- 
pressing the hireling in his wayes, and taking 
advantage of that ignorance and stupidity 
which oppression and servitude have entailed 
upon millions. True, these poor people are safe 
from the auction block and bill of sale, but 
while they are beholden to their former masters 
and owners for labor, and while they have to 
depend upon them to calculate their earnings, 
to issue their rations, and, in some instances, 
to pay them off in confederate money, are they 
free? Am [ not a slave if | am dependent 
upon some one to do my thinking for me? I 
think so—and therefore I ende.vor to work as- 
siduously with my hands, tongue and pen for 
the true freedom of these people, and their ele- 
vation from the slough of hopeless oppression, 
by the ladder of Education, with its sisters 
Religion, Morality and Justice. There in no 
time to be lost in gathering them into schools 
and into intelligently organized churehes, and 
there to teach them, as George Fox would have 
it, every thing useful. If some prove refrac- 
tory, and bring disgrace upon the Truth, it is 
but a repetition of what has often happened, 
during and since the Apostle’s days. 
While we lament the state of things around us, 
and lament that much which needs doing lies 
untouched for want of laborers, we are also en- 
couraged by actual progress and advancement 
which we see and know. But now, near the 
time that we had hoped to see the colored 
people able to support and carry on their own 
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schools, they are, as a class, flat upon their 
backs. Many whom we know to have worked 
promptly all the two past years are now far 
worse than when they began—are not only 
destitute of any means, but largely in debt to 
the plaoters. There are in this county from 
15,000 te 20,000 colored persons, and it is be- 
lieved by Bureau agents, that if all eatables 
were dealt out to man and beast so as merely 
to satisfy hunger, all would be consumed in a 
month. The chief crop planted was cotton. 
- The wet season for the first six months, and the 
drought and ravages of the worm the latter 
part of summer, proved most disastrous, and 
the low price of cotton failed to yield the means 
to pay for the high-priced meat and bread on 
which they had subsisted during the season. 
Would not most of us be utterly disheartened 
with less discouragements? They still desire 
to educate their children, but how can they 
clothe them with the rudest covering, and pay 
the lowest price of tuition, and feed and send 
them? 

Our schools are in a flourishing condition : 
18U being enrolled. We have three teachers. 
Arithmetic, Geography and Grammar are 
taught, besides the primary branches, and they 
are making reasonable progress in all. Our 
First-day school continues to be very interest- 
ing. Last First-day 10_ scholars recited 849 
verses of Scripture, beside reading their usual 
chapters. We have two Bible classes now 


reading in Genesis, after having gone over the 


Gospels. They delight in reading, hearing and 
searching the Scriptures. Few have been 
more than two years in the Asylum—most of 
them eighteen months. Asa general rule they 
knew nothing when admitted. We hope to see 
some of these continued in school till qualified 
for teachers, a3 we believe there is no other 
way for the masses of the four millions ever to 
be reached, except by teachers of their own 
color taught and drilled in normal schools 
South, so that all their interests, associations 
and attachments will be here. 

We greatly need another school-house. This 
one is very inadequate, and is open as a north- 
ern barn, and not worth plastering. We feel 
that it would be a right and good thing to have ; 
and so we bey money of all who can spare, and 
who are willing to help in the erection of a 
good school-house, where the poor, helpless, 
down-trodden children of Africa might be 
taught the Bible and other useful kaowledge, 
when the almoners rest from their labors, and 
their works shall stand as a memorial, while 
successive generations rise and bless their 
memory. The $100 each sent by and 

were invested in our family dining and 
sewing rooms, which are most valuable ad- 
ditions, each being sixteen feet square, a stove 
below and drum above, and having one of 
Wheeler’s best sewing machines, presented by 
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himself, we now make, cut and fit all our 
clothing, and the girls learn fast. 
JOHN KOLLER’S HOUSE. 

When John Koller, of the village of Helsen, 
had to sell all his property, because, in that 
year of scarcity, 1847, he could pay neither 
rent nor taxes, he went the day before with his 
wife to church, as was his regular custom every 
Sunday. He found abundant comfort in the 
text of the sermon, ‘‘ Take no thought for the 
morrow,” and in the words, ‘ Your heavenly 
Father knoweth that ye have need of all these 
things.” 

On his return from the church he walked 
much consoled by the side of his Margaret; 
and the words in St. Matthew viii. 1, ‘* When 
Jesus was come down from the mountain, great 
multitudes followed him,” seemed also to apply, 
for he, too, followed his Saviour with faith and 
hope, whose blessed words he had heard upon 
the mountain where the little church stood. 
And when Margaret entered for the last time 
on Sunday the cottage, which on the morrow 
they were to turn their backs upon, and was be- 
ginning to weep, he comforted her with the 
words, “ Take no thought for the morrow : for 
your heavenly Father knoweth that ye have 
need of all these things.” He spoke much to 
her of how through God's dispensation they 
had been reduced to poverty ; how he had sent 
the sickness, the bad harvest, and the scarcity ; 
and argued that the Lord, who always kept his 
word, would make all things turn out for the 
best. 

The next morning came the bailiff and the 
auctioneer with his hammer. An offer for the 
property was made of four’ hundred and fifty 
thalers. 

* Will no one bid higher ?” 

“ Five hundred thalers!” called a young lad, 
with a stout walkiog-stick in his hand, a knap- 
sack on his back, and the peace of God in his 
heart, who stood before the cottage, and had 
opened his pocket-book, which was full of bank 
notes. No one bid higher, and the bargain was 
agreed upon. 

“ What is your name ?’’ 

“ That has nothing to do with the affair; I 
have not bought the house for myself, but for 
its owner. I am a student, and was passing 
through here on my journey from my home to 
the university. 1 saw these good people at 
church, and | overheard enough of what was 
said by them as they were walking home, to 
make inquiry of their neighbors; I saw the 
tears in this woman’s eyes, and remarked, from 
the trembling lids and clasped hands of the 
man, that he could pray. Five hundred thalers 
will not ruin me. I can give them, and, if I 
miss them, shall do so willingly, if faithful 
Christians have been helped thereby.” 

The poor Kollers had no time to express 
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their thanks, for before they had recovered from SUMMARY OF NEWS. 
their Joy and surprise, their deliverer had van Foreign InTetticence.—European advices to the 
ished, and they never saw him again, but the | 9th inst. have been received. 

more fervently did they thank God who had acti eee of the American 
seat them this help. The bajliff and the auc-| “nister: ©. F. Adams, bas been announced. 

; | Precautions against the Fenians continue, but the 
tioneer went away, and the good coup ° re-| chief overt acts reported since our last were the uu- 
mained in the cottage they had inherited from | dermining and blowing up of one of the gates of the 
their fathers. Over the house door they carved | city of Cork, the cutting at the same time of the tele- 
the inscription: —Take no thought for the mor- | &t#pb lines leading thither, and an unsuccessful *- 
row: your heavenly Father knoweth that ye . 


tempt to rescue one Capt. Mackay, arrested in - e 

: same city, while on his way to pri-on. John Bright 

have need of all these things.’ aa : , : 
——< 


in a speech at Birmingham on the 4th, pleaded the 
wrongs of Ireland asa partial extenuation of the 
A day’s journey was 33! miles. A Sab proceedings of the Fenians, and urged church and 
bath day’s joarney was about ao English mile. | legislative reform. He said there was nothing the 
Ezekiel’s reed was 11 feet nearly. A cubit| United States government could do if Ireland were 
is 22 inches, nearly. A hand’s breadth is equal eas wal alos do Poe which Eogleod 
to 3% inches. A finger’s breadth is equal to 
linch. A shekel of gold $8.06. A talent of 
silver was $519.32. A talent of gold was 
$1s,809. A piece of silver or a penny was 13 
cents. A farthing was 3 cents. A gerah was 
l cent. A mite was 1} cents. A homer con- 
tained 75 gallons and 5 piots. A hin was 1 
gallon and 2 pints. A firkin was 7 pints. An 


omer was 6 pints. A cab was 3 piots.—JMo- 
ravian. 


































France.—The law regulating the press continued 
under discussion in the Legislative Body. An 
amendment proposed by the Liberals, to insert a 
special provision for trial by jury of all offences of 
the press, was defeated by a vote of 200 to 35. 
The clause abolishing the preliminary license to 
publish, was adopted by an almost unanimous vote. 

It was reported from Paris, under date of the 8th 
inst., that the diplomatic relations between the 
Ewperor Napoleon and the Pope bad suddenly be- 
come less cordial, at least on the part of the former, 
than previously. The cause was said to be that the 
Emperor had become convinced of the existence of 
Bourbon intrigues against him, and that they were 
mostly concocted in Rome ; and he had consequen'ly 
resumed a more friendly tone towards united Italy, 
and bad given special directions to that effect to the 
French Minister to that court. 

IraLy.—A new conflict has arisen between the 
Pope and the King of Italy. The former recently 
ordered the Ze Deum to be sung in all the Italian 
churches for the victory over Garibaldi at Mentana, 
which put an end to his atiempt against Rome. 
The Kisg bas issued a proclamation prohibiting 
the holding of religious ceremonies for such a pur- 
pose, within his kingdom. 

PortuGaL.—The King and Queen were fired upon 
from the roadside, while returning from a hunting 
party, on the 6th, but both escaped injury. 

Norta Germany.—It bas been officially an- 
nounced that negotiations for a commercial treaty 
between the United States and the North Germen 
Confederation are ia progress, with a prospect of a 
speedy and satisfactory conclusion. 

Count Von Bismarck has obtained leave of absence 
from his pust as Prime Minister, and expects to 
'ravel for some months through different parts of 
Europe. Ill health compels him to seek relaxation. 
The present Micister of Finance will supply his 





GENTLY CHECK A CHILD. 


A child, when asked why a certain tree grew 
crooked, replied, ‘Somebody trod upon it, I 
suppose, when it was little.” 


He who checks a child with terror, 
Stops its play and stills its song, 
Not alone commits an error, 
Bat a grievous moral wrong. 
Give it play and never fear it, 
Active life is no defect; 
Never, never break its spirit, 
Curb it—only to direct. 
Would you stop the flowing river, 
Thinking it would cease to flow? 
Onward must it flow forever— 
Better teach it where to go. Selected. 
— ~~ 
Selected for the Children. 
WHAT THE MINUTES SAY. 


Let us try to remember that years are made up of 
months, weeks, days, hours and minutes; try to 
fancy those minutes to be speaking to us im such 
words as these: 


“ We are but minutes, little things, 


Each one furnished with sixty wings, place. 

With which we fly on our unseen track Speain.—Troops bad been recruited under the an- 
’ . . ~° . 

And not a@ minute ever comes back thorization of the government, to form a legion tor 


the support of the Pope, but it was believed that 
they would not be sent to Rome, as it was reported 
that an official dispatch from Paris strougly objected 
to such interference, and even intimated that it 
would scarcely be permitted. 

Japan.—Tbe American Minister to Japan has 
given official notice that arrangements have been 
made with the Japanese government for the open- 
ing to foreign commerce and residence, on the Ist 


“ We are but minutes: each one bears 
A little burden of joys and cares; 
Take patiently the minutes of pain, 
The worst of minutes cannot remain. 

“ We are but minutes: when we bring 
A few of the drops from pleasure’s spring, 
Taste their sweetness while yet we may, 
It takes but a minute to fly away. 


‘We are but minutes: use us well, of Fourth month next, of the ports of Yeddo, Negato 
For how we are used we must one day tell. on the west coast, and Ebisumenato on the isiand 
Who uses minutes bas hours to use; of Sado, which lies west of Niphon. 
Who loses minutes whole years must lose. * Aprnica.—The latest accounts from the English 


Ch. Union. expedition ia Abyssinia were that a part of the force 
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was advancing from Senafe into the interior. Some 
of the natives from India, who had followed the 
army in unnecessary numbers, were being sent 
back, retaining only those needed. Water bad beet 
obtained on the line of march by boring. 

By steamer, accounts have been received of the 
return te England of members of the expedition 
sent out to seek authentic news of Dr. Livingstone. 
They were satisfied that the report brought back 
by some of his followers, that he bad been murdered, 
was false. They ascertained that from Ruvuma 
river, which empties into Mozambique Channel, be 
had gone southward, around the south end of Lake 
Nyassa, going as far as 14° 28’ south, and thence 
travelled north-west, probably with a view of either 
exploring the western border of that lake, and them 
proceeding to Lake Tanganyika, or going directly 
to the latter and thence to the Nile. The party 
reached the region where Dr. L. was said to have 
been killed, and learned that he and a few of his 
men were ferried across an arm of the lake while 
the remainder went around it, and that the latter 
returned the next day, and said they had deserted 
bim through fear of being led into a bostile couns 
try. These were the men who on reaching the 
coast reported his death. Itis hoped that the ad- 
venturous traveller will at length make his appear- 
ance via the Nile. Should he do so, be will have 
traversed Africa both from east to west and from 
south to north. 


Domestic.—The report on freedmen’s affairs in 
North Carolina, for the 12th montb, has been made 
public, and shows that the close of the year hag 
brought more than the usual number of complaints 
of breaches of contract and non-payment of wages 
tor labor, arising either from indifference to the pay- 
ment of debts, or inability owing to the failure of 
crops. The system of working for a share of the 
crop has been so general, and the failure so nearly 
entire, that few of the laborers have realized any- 
thing, and they are pow without the means of living, 
and the employers are not in a condition to provide 
for them. It becomes a serious question what meas- 
ures to adopt for relief. The commissioner says 
the promiscuous distribution of money, food or 
clothing, effects but limited good, leads to impo- 
sition, fraud and idleness, and the undeserving too 
often obtain what the really suffering should re- 
ceive. There are 230 schouls io the State, with 
12,500 scholars. During the month, 3,430 rations 
were distributed to the sick in hospitals, to orphan 
asylums, and to destitute freed people. 


Gen. Carlin reports to the Freedmen’s Burean, 
upon outrages on freedmen in Tennessee by organ- 
ized bands of ruffians, and says the civil authorities 
will not call on the United States for the suppression 
of these gangs, and it is unreasonable to believe that 
any civil official will attempt to arrest them. He bas 
directed the officers of the Bureau to prosecute the 
perpetrators of outrages wherever the civil authori- 
ties can be induced to act. 

The Louisiana Convention has adopted several 
articles of the Constitution relating to schools. All 
children, without distinction, are to be admitted to 
public schools, and no special schools for any color 
are to be established. All public institutions of 
learning and universities, wholly or partly under the 
control of the State, are to be opened irrespective of 
color. The South Carolina Convention has been oc- 
cupied mainly in discussing the Bill ot Rights, which, 
as reporied from committee, is liberal io its pro- 
visions, and a considerable portion of which bas been 
passed. The Constitution proposed provides for a 
school system, with compulsory attendance for 24 
months of all children between six and sixteen 
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years; the establishment of a reformatory school 
and agricultural college, and tbat all schools sup- 
ported by public funds sball be open to all, irrespee- 
tive of color. 


In the Convention of Florida, the first two weeks 
were mainly spent in a bitter contest respecting the 
admission of delegates. some of those having certifi- 
cates of election being declared by their opponents 
ineligible, among whom was the President of the 
Convention. An effort was apparently meade to dis- 
organize the Convention, and cause it to break up 
in disorder, but it appears to bave failed, although 
we have only confused and meagre teports of the 
proceedings since the Ist inst. These appear to in- 
dicate that one portion of the Convention, composed 
mainly of whites, had refused to recognize tbe aets 
of the other portion, which included the alleged non- 
eligible members, and to which nearly all the colored 
members adhered ; but that this latter portion had 
gone on with the business, and adopted a Constitu- 
tion, and on the 8th adjourned for a week. The other 
party met on the 10th and proceeded to act as the 
legitimate Convention, expelling the members whose 
right was questioned, electing a new President, ap- 
pointing committees, and passing a resolution to ex- 
punge all the records of the Convention since the 3d 
inst, except the statement that no quorum was pres- 
ent. 


Several months since, certain persons, acting in 
the name of the State of Georgia, filed a bill in tbe 
U.S. Supreme Court, asking for an injunction to 
restrain Secretary Stanton, Gen, Grant and Gen. 
Pope, from carrying into effect certain provisions of 
the reconstruction acts. A motion was entered to 
dismiss the bill for want of jurisdiction, and was 
argued last summer. The Court bas now given an 
eluborate opiniou, dismissing the bill on the ground 
urged, bolding that it has no jurisdiction, the ques- 
tion involved being a political end not a jndicial 
one. This decision, it was announced, also disposes 
of the similar case of Mississippi against Stanton, 
Grant and Ord. 


Coneress.—The Senate passed a bill additional to 
the tenure of office act, providing that no general or 
special agents of the President or of any depar'ment, 
except those authorized by law, shal] be appointed 
or continued in office, but allowing certain depart- 
ments to appoint a specified number of special 
agents, and enacting that the term of office of all 
revenue agents, inspectors of internal revenue, &c. 
now autburized, shall expire thirty days after the 
passage of this bill, and no such shall be appointed 
hereafter without confirmation by the Senate: the 
House bill to allow the Soutbern Minnesota railroad 
company to build a bridge over the Mississippi; a 
bill for the protection of parties turning “ State’s 
evidence ;” and a joint resolution authorizing the 
Secretary of the Navy to send one or more naval 
officers to represent the United States at an interna- 
tional maritime exhibition to be beld at Havre, 
France. The supplementary reconstruction bill was 
further discussed without final action. The House 
passed a bill declaring forfeited to the United States 
lands formerly granted to aid the construction of 
railroads in Florida, Alabama, Mississippi, and 
Louisiana; a joint resolution from the Sevate au- 
thorizing the Secretary of War to employ counsel 
to defend the Generals carrying out the reconstruc- 
tion acts, in any suit brought agatnst them for their 
official acts; a bill restoring to the market certain 
lands along the Pacific railroad and its branches ; 
and the West Point Academy appropriation bill. A 
bill, reported from the Committee on Foreign Af- 
fairs, concerning the rights of American citizens 
abroad, was somewhat discussed, but not disposed of. 





